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From us to you ... 


At Hoffman Boots, our family-owned business has had the same motto from the be¬ 
ginning: offer a high quality, functional product at a fair price, and let that 
be the basis of our company's future For five decades now, that is what we at 
Hoffman's have done. 

We know that there are a lot of choices for you, the consumer, to choose from 
in footwear. That's why we spend extra time and research in offering you the best 
quality materials we can find in each and every pair of Hoffman's boots. We take 
pride in knowing that every pair of our Hoffman pacs are made here in Kellogg, 
Idaho. From our high-quality, industrial-grade, waterproof bottoms that resist 
cracking and premature rebuilds, to our exceptional form-fitting, oil-tanned leather 
uppers, you can be sure that the boots you are buying have stood the test of time. 

If you ever have a question or suggestion, or if you just need help in choosing 
the right boot for you, feel free to call. Our friendly staff will gladly take the time 
to help you select the proper boot. Also, be sure to look at Hoffman's sure-fit 
guarantee. We want you to feel as confident as we do, so when you place an order 
with us, you'll receive a boot that meets your high expectations. All of us here at 
Hoffman's would like to thank you for your interest in our boots. 


* Optional safety toe meets or 
exceeds the safety standard 
requirement of the ASTM. 


Water-resistant Liner Added 

Solid Brass Stud Hooks 


Available in Non-lnsulated 
or 400 Gram Insulated 


Pull-on Loop 



made in u.sa Solid Brass Eyelets 



Regular or Safety Toe 
Options 


Leather Welt 
Construction 


Rebuildable Rugged 
Vibram®® Sole & 


All Leather or 
Cordura Upper 


4 Rows of 
Heavy Stitching 


Solid 
Heel Counter 


Hoffman Heavy 
7 oz Tanned Leather 


Hoffman’s Exclusive Dual Steel 
Shanks for Maximum Climbing Support 


Extra Midsole 
for Added Support 



















10" EH HOFFMAN POWERLINE 

(composite toe optional) 



The 10" Powerline features a leather and Cordura upper for light weight 
and breathability. The water-resistant lining helps keep you dry no mat¬ 
ter what the weather is doing. A full cushion insole and padded leather 
collar add all-day comfort. We also added Hoffman’s unique dual steel 
shank system that provides more climbing support than any boot on 
the market. For those needing a safety toe boot, the Powerline is avail¬ 
able in both composite toe and plain toe. A Vibram® sole provides long 
time wear and excellent traction. Try a pair of 10" Powerline boots and 
see for yourself what all the hype is about! Note: the Powerline has 
a waterproof lining. (Although waterproof failure is rare in the 
construction of this boot, Hoffman’s will not warranty the water¬ 
proof ness of this 


#LPower (Non-Safety Toe) 
#CTPower (Composite Toe 
EH Rated) 

• Dual Steel Shanks for 
Climbing Support 

• Available in Plain or 
Composite Toe 

• Meets 2413-11 (safety toe) 
or 2892 (plain toe) EH 
Rating 

• Leather and Cordura 
Upper for Lighter Weight 

• Water-Resistant Liner 

• D and EE Widths Available 

• Sizes: D: 5-12 w/half 
sizes, 13,14,15 

EE: 8-12 w/half sizes, 

13,14 
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ALL-LEATHER EH POWERLINE (composite toe optional) 



If you’re looking for our Powerline boot with all-leather uppers, then look 
no further. Our All-Leather EH Powerline features an all-leather upper 
created with more leg and ankle support than our standard 
Powerline. Built with the same terrific features that all 
of our Powerlines have, this boot features a water- 
resistant lining, dual steel shanks and a Vibram® 
lug sole for great performance. This functional 
boot performs as well as it looks. Our All-Leather 
Powerline is available in plain or composite toe, 
and is available in both D and EE widths. Lace up a 
pair of these boots and you’ll enjoy the comfort and 
durability that they provide. (Although waterproof 
failure is rare in the construction of this boot , 

Hoffman’s will not warranty the waterproofness 
of this boot) 


#600 (Non-Safety Toe) 

#600CT (Composite Toe) 

• All-Leather Upper for 
Additional Support 

• Available in Plain or Composite Toe 

• Meets 2413-11 (safety toe) or 2892 
(plain toe) EH Rating 

• Dual Steel Shanks 

• Water-Resistant Liner 

• D and EE Widths Available 

• Sizes: D: 6-12 w/Half Sizes, 13,14,15; 


EE: 8-12 w/Half Sizes, 13,14 


10" INSULATED POWERLINE (composite toe optional) 



Our Powerline boot has become so popular that we have decided to add 
an insulated version for those working in cooler climates. This 
boot features all that you enjoy about our regular Powerline 
boot: dual steel shanks, water-resistant lining and an easy 
break-in period. We’ve added 400 grams of Thinsulate 
to add warmth on cooler days. The insulated Powerline 
is offered in both plain toe and composite toe, which 
meet ASTM standards for added safety. (Although 
waterproof failure is rare in the construction of 
this boot, Hoffman's will not warranty the water- 
proofness of this boot.) 

#INSPower (Non-Steel Toe) 

#INSSTPower (Composite Toe EH Rated) 

• Dual Steel Shanks for Climbing Support 

• Available in Plain or Composite Toe 

• Leather and Cordura Upper for Lighter Weight 

• Water-Resistant Liner 

• EH Rated 

• D and EE Widths Available 

• .400 Gram Thinsulate 

• Sizes: D: 7-12 w/ Half Sizes, 13, 14; EE: 8-12 
w/Half Sizes, 13 






16" ALL LEATHER POWERLINE (composite toe available) 



16" HOFFMAN POWERLINE 

(composite toe optional) 


Our 16" Powerline has all the same great features as the 10" version, 
but features a 16" upper. A water-resistant liner will help keep your feet 
dry and our dual shanks offer excellent climbing support. A full cushion 
insole and a flexible midsole provide easy break-in and comfort. Avail¬ 
able in plain toe or EH Rated composite toe. (Although waterproof 
failure is rare in the construction of this boot, Hoffman’s will not 
warranty the waterproofness of this boot) 

#16Power (Non-Steel Toe) 

#16CTPower (Composite Toe) 

• Dual Steel Shanks for Climbing Support 

• Available in Plain or Composite Toe 

• Leather and Cordura Upper for Lighter Weight 

• Water-Resistant Liner 

• EH Rated 

• D and EE Widths Available 

• Sizes: D: 7-12 w/ Half Sizes, 13,14; 

EE: 8-12 w/Half Sizes, 13 


The Hoffman Powerline series has quickly become the most popular style 
of lineman boot we make. The 16" All Leather Powerline features many of 
the same qualities as the rest of our Powerline boots: dual steel shanks, 
water-resistant lining, rugged Vibram® soles and full cushion insoles. With 
the addition of the 7-8 oz leather upper, these boots are available in a plain 
toe or EH rated compsite toe for added safety. If you are accustomed to wearing 
a taller boot, give our 16" Leather Powerline a try. (Although waterproof 
failure is rare in the construction of this boot, Hoffman’s will 
not warranty the waterproofness of this boot) 


#850 (Non-Safety Toe) 

#850CT (Composite Toe) « 

• Dual Steel Shanks for Climbing Support 

• Available in Plain or Composite Toe 

• 7-8 oz Leather Upper 

• Water-Resistant Liner 

• EH Rated 

• D and EE Widths Available 

• Sizes: D: 7-12 w/Half Sizes; 13,14 
EE: 8-12 w/Half Sizes; 13 
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10" AND 16" COMPOSITE TOE DRI-LINE 

(EH Rated) 


By popular request from many in the work force, we at Hoffman’s created the EH rated CompositeToe Dri-Line 
to meet your job requirements. A waterproof Sympatec lining is added to keep water out and your feet dry and 
comfortable. A durable climbing patch helps extend the wear on the leather upper, while a solid waterproof 
heel counter provides stability to the foot. The Composite Toe Dri-Line also features Hoffman’s unique dual 
steel shank system for unsurpassed climbing support, durability and comfort. These boots are available in 10" 
or 16". If you’re looking for an EH-rated composite toe boot with our brown leather upper, this is your boot. 



#10CompDL 

#16CompDL 


• Composite ASTM Safety Toe 
•EH Rated for Safety F2413-11 

• Dual Steel Shanks 

• Sympatec Lining 

• D, E and EEE Widths Available 

• Sizes: D Width 7-12 w/ Half Sizes, 13,14,15 

E Width 7-12 w/Half Sizes, 13 

EEE Width 8-12 w/Half Sizes, 13 (10" Only) 







Many of our customers have requested waterproof climbing boots to wear in wet conditions. All of 
our Dri-Line boots feature a Sympatec membrane that keeps water out and your feet dry. For climb¬ 
ing comfort, our dual steel shanks provide your arches with plenty of support, while a leather side 
patch helps protect the boot. The Dri-Line comes in non-insulated or with 400grams of Thinsulate® 
insulation. They are available in a plain toe or an EH approved ASTM safety toe version. Try a pair 
that best meets your needs and enjoy the all day comfort and dryness the Dri-Line boots provide. 

10" EH HOFFMAN DRI-LINE 


The 10" EH Dri-Line was built to keep your feet dry inside when conditions are wet on the outside. A highly 
advanced Sympatec waterproof membrane keeps water out and adds cushion and comfort to the boot. For 
climbing, we added our dual steel shanks to provide the extra arch support needed. Other quality features 
include a 7-7.5 oz. oil-tanned leather upper that provides support to your legs. A climber side patch, solid 
brass hooks and eyelets, supportive heel counter, Vibram® lug sole and three rows of durable stitching help 
prolong the life of the boot. The 10" EH Hoffman Dri-Line is also available in a steel toe version that is 
ASTM approved. For those looking for a quality waterproof climbing boot, look no further. 



#10DL (NON-STEEL TOE) 
#1OSTDL (STEEL TOE) 


• Dual Steel Shanks for Climbing 
Support 

• Waterproof Sympatec Lining 
Keeps Water Out 

• Additional Lineman’s Patch 

• Meets 2413-11 (Safety Toe) or 
2892-11 (plain toe) EH Ratings 

• Sizes: 

D Width 7-12 w/Half Sizes, 

13,14,15 

E Width 7-12 w/ Half Sizes, 13 
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10" INSULATED DRI-LINE (ehR ated) 


In cooler, rainy conditions, our 400 gram Thinsulate 
insulated Dri-Line helps keep your feet warm and dry. 
A Sympatec lining creates a waterproof barrier 
between your feet and the outside elements. Built 
with the same outstanding quality as all of our Dri- 
Line boots, the 10" Insulated Dri-Line features 
7-7.5 oz. leather uppers with solid brass hooks and 
eyelets. Our dual steel shanks provide superior 
climbing support unmatched by other lineman boots. 
A cushion insole and a heavy duty Vibram® lug sole 
add comfort and support. The 10" Insulated Dri- 
Line is also available in a composite toe version 
that is both EH and ASTM approved. If you’re a 
lineman looking for an insulated, waterproof boot, 
try a pair. 

#10lnsDL (NON-SAFETY TOE) 

#10STInsDL (SAFETY TOE) 

• Dual Steel Shanks for Climbing Support 

• Waterproof Sympatec Liner Keeps Water Out 

• Insulated with 400 Gram Thinsulate 

• Additional Lineman’s Patch 

• Meets 2413-11 (safety toe) or 2892-11 (plain 
toe) EH Ratings 

• Optional Safety Toe with EH Rating Available 

• D and E Widths Available 

• Sizes 7-12 w/ Half Sizes, 13; 14 (D Width Only) 


U 


The 16" Plain Toe Hoffman Dri-Line has the 
same features as the 10" boot, but with a taller 
top for increased leg protection and support. A 
waterproof Sympatec lining makes this boot an 
excellent choice for those working in wet, sloppy 
conditions. A rebuildable Vibram® sole provides 
outstanding traction and long wear. 

#16DL (PLAIN TOE) 

• Dual Steel Shanks for Climbing Support 

• Waterproof Sympatec Liner Keeps Water 
Out 

• Additional Lineman’s Patch 

• Meets 2892-11 (plain toe) EH Ratings 

• D and E Widths Available 

• Sizes 7-12 w/Half Sizes, 13; 14 (D Width 
Only) 


ill 
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16" 


EH HOFFMAN DRI-LINE 







10" DURALINE (steel toe optional) 



Built with a premium 7 oz. triple-stitched leather upper, our leather 10" Duraline is made to handle the 
most demanding days for the professional lineman. The Duraline features a rugged Vibram® sole, a leather 

lineman’s patch, solid brass hardware and Hoffman’s 
unique dual steel shank system for unsurpassed 
arch support and comfort. A heavy cushioned 
poron contour insole offers additional comfort 
for the feet and helps wick away perspiration. 
The Duraline can be resoled for years of service 
and is available in a steel toe version that meets 
ASTM approval. If you’re looking for an unlined 
boot, the Duraline makes a great choice. 


#Duraline (Non-Steel Toe) 
#STDuraline (Steel Toe) 

• Dual Steel Shanks for Climbing Support 

• Optional Steel Toe 

• Lineman’s Climbing Patch 

• Resolable For Years of Service 

• Full Contour Cushion Insole 

• D Width: Sizes 7-12 w/Half Sizes, 13,14 

• E Width: Sizes 8-12 w/Half Sizes, 13 
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Hoffman — MeintH Plain Toe Climbers 


For years, Hoffman Boots has been known as an innovator in the lineman boot field. 
Offering more than 30 different models of boots for linemen to choose from, Hoffman’s 
has become the number one source for lineman boots in America. However, we vow to 
never rest on our past accomplishments. Providing linemen with the newest, most in¬ 
novative footwear is our passion, a passion that has lead us to the development of our 
new mountaineering style of safety footwear. 

For years, Meindl Boot Company has developed the highest quality mountaineering 
style footwear in the world. Their technology and innovative designs have provided 
outdoor enthusiasts with some of the best quality footwear available. Hoffman Boots 
has now partnered with Meindl to bring this rugged, mountaineering footwear to the 
utility industry. 

With the combination of Meindi’s rugged all-leather mountaineering style upper, a 
Gore-Tex lining, optional ASTM safety toe, durable hardware and Hoffman’s exclusive 
dual steel shank system, we have created the ultimate safety boot for linemen. For 
those who do not climb, yet still enjoy quality craftsmanship, our single shank safety 
toe version (pages 24-25) is also available. Meets the ASTM F2413-11 EH standards. 

Hoffman and Meindl Boots - two historic companies with years of experience com¬ 
ing together to develop a new line of footwear designed for the utility field. 

The Meindl boots feature a Gore-Tex membrane. Once Hoffman's adds dual shanks to 
the boots, neither Hoffman’s nor Meindl warranty the waterproofness of the boot. 


6" MEINDL CRUISER LINEMAN (plain toe) 



Our 6" Plain Toe Cruiser boot has everything you expect from a high quality, mountaineering style lineman 
boot. A premium full-grain leather upper features a seamless vamp construction to protect against abrasion 

and moisture. A breathable Gore-Tex membrane helps keep 
your feet dry in damp weather. The addition of a reinforced 
rubber rand around the upper is added for abrasion re¬ 
sistance. The 6" Cruiser Lineman features our unique 
double shank system for climbing. Cushioned insoles 
and sturdy rust resistant hardware makes this boot a 
welcome addition. (Single shank versions of this boot 
available on pg. 24) 

#6" CruiserLine 


• Plain Toe 

• F2892-11 EH Rating 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Dual Steel Shanks 

• Added Rubber Rand for Abrasion 
Protection 

• Sizes 7-12 w/ Half Sizes, 13 
Fitting tips: All Meindis 

order l h size smaller than normal. 




Hoffman — Mein til Plain Toe Climbers 


10" MEINDL LOGGER LINEMAN (plain toe) 



A serious boot for rugged linemen, the 10" plain toe 
Logger Lineman is made with a one-piece vamp of 
3 mm top grain leather on top of stiff nylon midsoles 
and Hoffman’s dual steel shanks. A breathable Gore- 
Tex membrane helps keep you dry and a cushioned 
insole adds additional comfort. This boot is sure to 
become your favorite lineman boot due to its awe¬ 
some climbing and lateral support. 

#LoggerLine 

• Plain Toe 

• F2892-11 EH Rating 

• One Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Dual Steel Shanks 

• Added Rubber Rand for Abrasion Protection 

• Sizes 6-12 w/ Half Sizes, 13 


10" MEINDL INSULATED KOOTENAI LINEMAN 



(plain toe) 

The Kootenai Lineman is the same great boot as 
above with the addition of400 grams of Thinsulate 
insulation for added warmth and comfort. This boot 
is geared for those working in cooler conditions. A 
premium full-grain leather upper features a one-piece 
vamp construction to better protect against abrasion 
and moisture. Dual shanks, a rubber rand for added 
abrasion protection and a rugged Vibram® lug sole, 
all add to the boots overall value. (Single shank ver¬ 
sions of this boot available on pg. 25) 

#KootenaiLine 

• Plain Toe 

• F2892-11 EH Rating 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• 400 Grams of Thinsulate 

• Dual Steel Shanks 

• Added Rubber Rand for Abrasion Protection 

• Sizes 7-12 w/ Half Sizes, 13 
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Hoffman — Meindl Safety Toe Climbers 



6" MEINDL SAN RAMON LINEMAN (safety toe) 



#6" San Ramon Line 


• Safety Toe That Meets ASTM F2413-11 
Standard 

• EH Rated 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Dual Steel Shanks 

• Sizes 7-12 w/Half Sizes, 13 


Our 6" Safety Toe San Ramon lineman boot has everything you expect from a high quality, mountaineer¬ 
ing style lineman boot. A safety toe that meets the ASTM F2413-11 safety standard, along with an EH rating, 

adds protection to your job. A premium full-grain 
leather upper features a one-piece vamp con¬ 
struction to better protect against abrasion and 
moisture. A breathable Gore-Tex membrane helps 
keep your feet dry in damp weather. The addition 
of a reinforced rubber rand around the upper is 
added for abrasion resistance. The 6" San Ramon 


Lineman features our unique double shank system 
for climbing purposes. (Single shank versions of 
this boot available on pg. 24.) 


m 





Hoffman — MeintH Safety Toe Climbers 


10" MEINDL EUREKA LINEMAN (safety toe) 



A taller version of our San Ramon boot, the 10" 
Eureka Lineman is geared for those needing a 
supportive upper along with an ASTM approved 
safety toe. A premium full-grain leather upper 
features a seamless one-piece vamp construc¬ 
tion to better protect against abrasion and 
moisture. A breathable Gore-Tex membrane 
helps keep your feet dry in damp weather. The 
addition of a reinforced rubber rand around the 
upper is added for abrasion resistance. The 10" 
Safety Toe Eureka Lineman features our unique 
double shank system for climbing purposes. 
Cushioned insoles and sturdy rust resistant 
hardware makes this boot a welcome addition 
for those needing a safety toe. (Single shank 
versions of this boot available on pg. 25.) 

#Eureka Line 

• Safety Toe that meets 
ASTM F2413-11 standard 

• EH Rated 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Dual Steel Shanks 

• Sizes 7-12 w/half sizes, 13 


10" MEINDL INSULATED SIERRA LINEMAN 



(safety toe) 


The 10" Safety Toe Sierra adds warmth 
and support to every step. With this 
mountaineering-style boot, ankle and leg 
support is at a premium. This boot features 
400 grams of thinsulate insulation 
and Hoffman’s dual steel shank system 
for outstanding climbing support. Heavy 
duty one-piece leather uppers, cushioned 
insoles and solid hardware complete this 
wonderful boot. (Single shank versions 
of this boot available on pg. 25.) 

#Sierra Line 


• Safety Toe that meets 
ASTM F2413-11 standard 

• EH Rated 

• 400 Grams of Insulation 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Dual Steel Shanks 

• Sizes 7-12 w/half sizes, 13 
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The Hoffman Armor Pro is one of the toughest boots that we have 
in our line. The non-cracking rubber coating around the foot area helps pro¬ 
tect the upper and is very abrasion resistant. A heavy duty toe-to-heel nylon 
midsole, plus an added steel shank gives this boot extra climbing support 
in the arch. 


8" ARMOR PRO (plain toe) 

“Unique” is the best way to describe Hoffman’s new 8" Armor Pro boot. A rugged rubber coating has been 
bonded to the leather to add unsurpassed protection to the upper of this boot. This non-cracking material 
prolongs the wear of the boot and provides extra support. A full toe-to-heel nylon midsole and an added climb¬ 
ing shank gives plenty of climbing support. A waterproof Sympatec liner keeps water out and provides all day 
dryness. If you like the look and feel of a mountaineering style boot, you need to give the Armor Pro a try. 


Armor Pro Features: 



#Armor 


One-Piece Vamp Construction Elimi¬ 
nates Seams That Can Cause Discom¬ 
fort. 

8" Tall Uppers Constructed With 2.8mm 
Full-Grain Leather. 

Stark Rubber Coating on Leather for 
Highly Abrasive Environments. 

Heavy Nylon Midsoles Provide the 
Support Needed on Uneven Terrain. 
Waterproof Sympatec Membrane and 
Rubber Coating Keeps the Moisture Out. 
Vibram® FAR Slip-Resistant High- 
Traction Sole. 

Non-Insulated For Cool to Warm 
Conditions. 

Heavy Nylon Midsole with Added Steel 
Shank For Climbing Support. 

Sizes: Medium Width: 

(7-12 w/Half Sizes, 13,14) 

Wide Width: 

(8-12 w/Half Sizes, 13) 







The one-piece leather upper in the vamp area eliminates much of the stitch¬ 
ing, creating a more durable upper with less stitching issues. We have add¬ 
ed a waterproof Sympatec lining, coupled with solid hardware, a cushioned 
insole and a high traction Vibram® outsole to complete this fantastic boot. 


6" OR 8" COMPOSITE TOE ARMOR PRO 



Our Composite Toe Armor Pro boot has the same great features 
found in our regular Armor Pro boot with the addition of a composite 
safety toe. A great choice for someone who enjoys the comfort 
and durability of our mountaineering boots, but needs the added 
protection of a safety toe for work. EH rated and meets the current 
ASTM 2413-11 safety toe standard. 


Armor Pro Features: 


8” CT Armor Pro 


One-Piece Vamp Construction 
Eliminates Seams That Can 
Cause Discomfort. 

6" Or 8" Tall Uppers Constructed 
With 2.8mm Full-Grain Leather. 
Stark Rubber Coating On Leather 
For Highly Abrasive Enviroments. 
Heavy Nylon Midsoles and Extra 
Steel Shanks Provide the Support 
Needed On Uneven Terrain or 
When Climbing. 

Waterproof Sympatec Membrane 
and Rubber Coating Keeps the 
Moisture Out. 

Vibram® FAR Slip-Resistant 
High-Traction Sole. 

Non-Insulated For Moderate 
Conditions. 

Composite Safety Toe, EH Rated 


Medium Width 

(7-12 w/ Half Sizes,13, 

14) 

Wide Width 

(8-12 w/Half Sizes, 13) 


6” CT Armor Pro 
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6" CLASSIC (Composite Toe Available) 


The 6” Classic was built to be the most versatile hiking style boot for linemen on the market. We started 
with a quality leather upper that features a seamless vamp then added a rubber rand for additional protec¬ 
tion. A waterproof bootie is added to ensure all day comfort and to help keep moisture out. For stability and 
lateral support, a full length toe-to-heel nylon midsole provides your foot with a solid platform that reduces 
leg fatigue. There is no need to change boots when climbing. With our dual shank system added, climbing 
poles in comfort is what you can expect with the 6” Classic. Other features included a padded Achilles heel 
collar and Hoffman’s dual density contour insole for added comfort. Solid hardware and a durable Vibram 
outsole with high clearance for a gaff come standard. Available in both plain toe and a composite safety toe. 

# 6" Classic (Plain Toe) 

# 6" CT Classic (Composite Toe) 



Available August 1, 2018 


• 6” Leather Upper 

• Water Resistant Membrane 

• Dual Shank Climbing Support 

• Rugged Vibram Outsole 

• Contour Insole 

• Medium and Wide Widths 

• Sizes 7-12,13,14 

(Whole Sizes Only) 
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8" CLASSIC (Composite Toe Available) 


The 8" Classic comes standard with all of the same features found on the 6" Classic. A quality leather 
upper that features a seamless vamp and a rubber rand for additional protection provide outstanding wear. 
Hoffman’s dual shank system provides excellent climbing support while on the pole. A waterproof bootie 
is added to ensure all day comfort and to help keep moisture out. For stability and lateral support, a full 
length toe-to-heel nylon midsole, provides your foot with a solid platform that reduces leg fatigue. Other 
features included a padded collar and Hoffman’s dual density contour insole for added comfort. Solid 
hardware and a durable Vibram outsole with high clearance for a gaff come standard. Available in both 
plain toe and a composite safety toe. 

# 8" Classic (Plain Toe) 

# 8" CT Classic (Composite Toe) 



• 8” Leather Upper 

• Water Resistant Membrane 

• Dual Shank Climbing Support 

• Rugged Vibram Outsole 

• Contour Insole 

• Medium and Wide Widths 

• Sizes 7-12,13,14 
(Whole Sizes Only) 


Available August 1, 2018 
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10", 12" & 16" HOFFMAN POLE CLIMBER 

(Steel Toe Optional) 

Built especially for climbing, the Hoffman Pole Climber features a double layer of 7-8 oz. oil-tanned 
leather, which covers the entire foot area to ensure strength and protection to the vamp. The most popular 
feature that linemen have come to enjoy is our unique dual steel shank system, which offers unheard-of 
arch support and comfort. Solid brass hooks and eyelets, durable waterproof heel counters, and triple stitched 
lace-to-toe uppers make this boot a popular choice among linemen. A removable contour cushioned insole is 
added to provide extra comfort and support to every step. 

• Dual Steel Shanks for Climbing Support 

• Double Leather Vamp for Extra Wear and Support 

• Optional ASTM Steel Toe Available 

• Rugged Vibram® Lug Outsole 

• Resolable for Years of Service 

Non-Steel Toe 

#L192 10" Sizes 7-12 w/ Half Sizes, 13 (D and E), 14 (D width) 

#L292 12" Sizes 7-12 w/ Half Sizes, 13 (D and E), 14 (D width) 

#L652 16" Sizes 7-13 w/ Half Sizes (D and E), 14 (D width) 



Steel Toe 

#L2210ST 10" Sizes 7-12 w/ Half Sizes, 13,14 (D width); 8-12 w/ Half Sizes, 13 (E and EE width) 
#L2212ST 12" Sizes 7-12 w/Half Sizes, 13 (D and E), 14 (D width) 

#L2216ST 16" Sizes 8-12 w/ Half Sizes, 13 (D and E), 14 (D width) 



w/rough-out leather 
vamp, plain toe only 
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EH POLECLIMBER 

This is the same boot as our Steel Toe Pole Climbers but 
with an Electrical Hazard approved sole to meet the EH 
rating. This one-piece Vibram® sole offers good traction 
and can be replaced if worn out. 

10" #EH2210 (STEEL TOE) 

12" #EH2212 (STEEL TOE) 

16" #EH2216 (STEEL TOE) 

• Electrical Hazard Approved Sole 

• Steel Toe Meets ASTM Standards 

• Available in 10", 12" and 16" Heights 

• D and E Widths Available 

• 8-12 w/Half Sizes, 13 


10" TROOPER® LINEMAN 



The Trooper Lineman Boot has quickly become the boot linemen associate with comfort and easy break-in. 
We’ve taken a 7 oz. leather upper and added a thick cushioned crepe mid-sole for comfort. Next, our dual steel 
shanks are added for outstanding climbing support. Your choice of a Vibram® or claw-lug sole completes this 
boot. Available in non-insulated plain toe or insulated plain toe with 400 gram Thinsulate®. (The Trooper 
has a water-resistant lining. Although waterproof failure is rare in 
the construction of this boot, Hoffman’s will not 
warranty the waterproofness of this boot.) 

#LTRPI Insulated 
#LTRP Non-insulated 

• Dual Steel Shanks for Climbing Support 

• Available in Non-insulated and Insu¬ 
lated 

• Water-Resistant Liner Keeps Water Out 

• Insulated 

Sizes 7-12 w/half sizes (D & EE 
widths), 13 (D width only) 

• Non-insulated: 

Sizes 7-12 w/ Half Sizes, 13,14 (D 
width), 7-12 w/Half Sizes, 13 (EE 
width) 


www.hoffmanboots.com 
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ROPERS 


10" ROPER LINEMAN (safety toe optional) 



Our Roper Lineman is a pull-on style boot built with linemen 
in mind. Easy to get on and off without the hassles of 
lacing, this boot still has many of the quality features 
that have made our other lineman boots so popular. 
Focusing on light weight, this boot features a 
combined leather and Cordura upper. We added a 
waterproof lining to keep your feet dry. Our dual 
shanks and sturdy midsole provide your feet with 
climbing support not found on other pull-on style 
boots. Our Roper Lineman also features a cush¬ 
ioned insole, optional steel toe and Vibram® lug 
soles for longtime wear. 


#Roper (Non-Steel Toe) 
#STRoper (Steel Toe) 


► Pull-on ease and comfort 
»Dual Steel Shanks 

► Waterproof Liner a*™ |N u 

► Leather/Cordura Upper 

► Optional ASTM Steel Toe 

► D and EE Widths Available 

► Sizes 7-12 w/ Half Sizes, 13 


HOFFMAN 12" RANCHER AND GRINDSTONE 



Rancher Grindstone 


The New Hoffman Ropers are a solid choice for a pull-on style work 
boot with a hint of style. The 5 Vi oz. leather upper is designed to offer 
comfort and longevity. Their easy on, easy off performance 
makes this style of a boot a favorite for guys looking for 
a boot with no laces. A waterproof membrane is added 
to keep you dry no matter what the weather is doing. 
A durable Vibram work sole, re-enforced triple ribbed 
climbing shank and a heavy duty mid-sole are 
added to provide stability and support. Waterproof 
heel counters, cushion insoles and a square toe 
design for extra width make this pull-on an instant 
favorite. Rancher available in plain or steel toe. 
Grindstone available in composite toe only. 

#Rancher (Plain Toe - Dark Leather) 

#Rancher ST (Steel Toe - Dark Leather) 
#Grindstone (Composite Toe Lighter Leather) 

• EH Rated 

• Wide Square Toe 

• Waterproof Membrane 

• Cushion Insole 

• Sizes D: 7-12 (with half sizes) 13,14 
EE: 8-12,13 


iTil 





HIKERS 



LINEMAN HIKER (composite toe optional) 


The Hoffman Lineman Hiker offers you the support and comfort found in 
all our climbing boots. Double mid-soles, combined with our dual steel 
shanks, provide superb climbing support. Rebuildable 
Vibram® lug soles and heels allow for extended wear 
and support for climbing safety. The rugged Cordura 
nylon and leather uppers allow you to stay cool and 
comfortable on hot days. An added water-resistant 
liner will help keep you dry in all weather conditions. 

Available in plain toe or ASTM-approved composite 
toe. ( Although waterproof failure is rare in the 
construction of this boot, Hoffman’s will not 
warranty the waterproofness of this boot.) 


#LHiker (plaintoe) 
#STHiker (composite toe) 


• Dual Steel Shanks 

• Lightweight Leather/Cordura Uppers 

• Water-Resistant Liner 

• Meets 2413-11 (Composite Toe) or 2892 (Plain Toe) EH rating 

• D and EE Widths Available 

• Resolable For Years of Service 

• Steel Toe Optional 

• Sizes 7-12 w/Half Sizes, 13,14 (D width) 

8-12 w/Half Sizes, 13 (EE width) 


ALL-LEATHER HIKER (composite toe optional) 



Comfort, support and stability: all words that describe our 6" All-Leather Hiker. This boot features the same 
durable features as our regular Lineman Hiker- dual shanks, a water-resistent lining and a rebuildbale rugged 

outsole, plus the addition of all-leather uppers. Whether 
you’re on the pole or on the ground, you will enjoy the 
support and comfort this hiker provides. (Although 
waterproof failure is rare in the construction 
of this boot, Hoffman’s will not warranty the 
waterproofness of this boot.) 

#450 (Plain Toe) 

#450CT (Composite Toe) 

• All Leather Upper 

• Dual Steel Shanks 

• Plain or Composite Toe 

• Meets 2413-11 (Composite Toe) or 
2892 (Plain Toe) EH Rating 

• Waterproof Liner 

• D and EE Widths Available 

• Sizes 7-12 w/ Half Sizes, 

13,14 (D width); 

8-12 w/Half Sizes, 13 (EE width) 


www.hoffmanboots.com 
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We have had several requests from linemen serving in the armed forces to develop a boot that can be 
worn with their current uniform colors. 

The Military Powerline Series is available in Sage and Desert colors with a 10" leather/cordura upper. 



• All of these boots feature a waterproof liner that keeps water out while allowing the boot to breathe. 
•A durable Vibram® Olympia style sole offers great wear and durability. 

• The upper features four generous rows of stitching for durability, solid eyelets, and laces that tie 
quickly. 

• Our unique dual steel shank system and double midsoles offer unsurpassed climbing support. 

• A safety toe meets the ASTM F2413-11 standard and is also Electrical Hazard Approved to ASTM 
F2413-11 standards. 


10" SAGE POWERLINE 

Need a sage colored climbing boot? Our 10" Steel Toe 
Sage Powerline has been a very popular choice. Built 
with our dual steel shanks, waterproof lining and a sole 
with a defined heel, this boot is a must for servicemen 
who climb. A breathable leather/cordura upper offei 
comfort and reduced weight.This boot is a great choi( 
for servicemen needing a boot they can climb in. 

#1OSage 

• Dual Steel Shanks for Climbing Support 

• Steel Toe ( F2413-11) 

• EH Rated 

• Leather/Cordura Upper for Lighter Weight 

• Waterproof Liner 

• D and EE Widths Available 

• Sizes: D: 5-14 w/ Half Sizes, 15 ; EE: 5-14 w/ Half Sizes 



10" COYOTE POWERLINE 


Our 10" Steel Toe Coyote Powerline was created 
to meet the color requirements for the coyote color 
uniforms. All the great features of our Powerline boots. 


#10Des 

MAUL IN U4 

• Dual Steel shanks for Climbing Support 
•Steel Toe (F2413-11) 

• EH Rated 

• Leather/Cordura Upper for Lighter Weight 

• Waterproof Liner 

• D and EE Widths Available 

• Sizes: D: 6-14 w/ Half Sizes, 15 
EE: 5-12 w/Half Sizes, 13,14 


^ Hoffman's will be changing this model's color 
to the new Coyoye Tan as inventory dictates 




DRI-LINE MILITARY SERIES 



SAGE COMPOSITE TOE DRI-LINE 


Our Dri-Line series of boots is one of our more 
popular lines of boots. This design is available to 
the brave men and women who serve in the armed 
forces. This all-leather boot meets the uniform color 
requirement and has the following features: dual 
steel shanks, waterproof liner, lineman climbing 
patch, and rugged Electric-Hazard-approved out- 
soles. This boot is a great choice for those 
demanding a rugged, durable climbing boot. 


#10SageDL 

• Composite ASTM Safety Toe 
•EH Rated F2413-11 

• Waterproof Sympatec Lining 

• Dual Steel Shanks 

• Lineman Climbing Patch 

• D and E Widths Available 

• Sizes 7-12 w/ Half Sizes, 13, 
(14 D width only) 



16" SAGE COMPOSITE 
TOE DRI-LINE 


This boot has the same features as our 10" 

Sage Dri-Line but with a taller top. The 16" 
Sage Composite Toe Dri-Line offers more 
leg support for those who want a taller boot. If 
you’re looking for a 16" climber in sage color, 
look no further. 

#16SageDL 

• Composite ASTM Safety Toe 

•EH Rated F2413-11 

• Waterproof Sympatec Lining 

• Dual Steel Shanks 

• Lineman Climbing Patch 

• D and E Widths Available wwui in lTsX 

• Sizes 7-12 w/Half Sizes, 13, 

(14 D width only) 


www.hoffmanboots.com 
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Hoffman Ground Boots 


6" EXPLORER LIGHT 



Lightweight, supportive, and all-day comfort is everything you could ask for in a high performance hiking 
boot. The Explorer Light gives you just that, combining premium full grain leather, supportive nylon mid¬ 
soles, and a Vibram® Masai outsole for excellent traction. Whether it’s a multiple-day back packing trip or 
a weekend hike, the Explorer Light will perform to your highest expectations. Made in Italy. (This boot is 
made for ground use and is not constructed with Hoffman’s 


Explorer Light Features: 


• One-Piece Vamp Construction Eliminates Seams That Can 
Cause Discomfort. 

• 6.5" Tall Uppers Constructed With 2.8 - 3.0 mm 
Amphibious Full-Grain Waterproof Leather. 

Simply the Best Quality Leather Available. 

• Heavy Nylon Midsoles Provide the Support Needed on 
Uneven Terrain. 

• Waterproof Sympatec Membrane Keeps the Moisture Out 
While Allowing the Boot to Breathe. 

• Heavy Duty Rubber Rand Adds Protection and Support to the Upper 

• Vibram® 1212 Masai High-Traction Mountain Sole 
for Excellent Traction. 

• Non-Insulated Designed for Warmer and 
Mild Conditions. 

• Medium Width 

(7-12 w/ >/ 2 Sizes, 13,14) #Explorer Lt 
•Wide Width 
(8-12 w/M: Sizes, 13) 


6" MEINDL GROUND BOOT 

(single shank, safety toe available) 


If you are not climbing, our 6" Meindl ground boots have everything you expect from a high quality, 
mountaineering style work boot. A premium full-grain leather upper features a seamless, one-piece vamp 
construction to better protect against abrasion and moisture. A breathable Gore-Tex waterproof membrane 
helps keep your feet dry in damp weather. The addition of a reinforced rubber rand around the upper is added 
for abrasion resistance. A Vibram® style lug sole offers durability and sure-grip traction. The 


Fitting tips: mi 

Meindls order x h size 
smaller than normal. 



Meindl Ground Boot is also available in a plain toe or a ASTM safety toe. 
A single supportive shank offers support for those working on uneven 
ground. Cushioned insoles and sturdy rust-resistant hardware make 
this boot a welcome addition. (This boot is made for ground use 
and is not constructed with Hoffman’s dual climbing shanks. 
See Climbers on pg. 10.) 

#Cruiser Ground (Plain Toe) 

#San Ramon Ground (Safety toe) 

• Single Shank 

• Plain Toe or Safety Toe 

• EH Rated 

• One-Piece Leather Upper 

• Gore-Tex Water-Resistant Liner 

• Added Rubber Rand for Abrasion 
Protection 

• Sizes 7-12 w/Half Sizes, 13 




Hoffman Ground Boots 



10" MEINDL 
GROUND BOOT 

(single shank, safety toe available) 


A serious boot for rugged ground use, the 10" Meindl 
Ground Boot is made with a one piece vamp of 3 mm top 
grain leather on top of stiff nylon midsoles for support. 
Available with your choice of plain toe or an ASTM ap¬ 
proved toe. A waterproof, breathable Gore-Tex membrane 
helps keep you dry and a cushioned insole adds additional 
comfort. Sure to become your favorite work boot due to 
its awesome lateral support and stability. Try a pair of our 
Meindl Ground boots and see why we are excited to add this 
line of fantastic boots. (This boot is made for ground 
use and is not constructed with Hoffman's dual 
climbing shanks. See Climbers on pgs. 10-11.) 

• Single Shank 

• Plain Toe or Safety Toe 

• Insulated or Non-insulated 

• EH Rated 

• One-Piece Leather Upper Gore-Tex Water-Resistant Liner 

• Added Rubber Rand for Abrasion Protection 

• Sizes 7-12 w/ Half Sizes, 13 


#Logger Ground (Plain Toe) 

#Eureka Ground (Safety toe) 
#lnsulatedKootenai Ground (Plain Toe) 
#lnsulated Sierra Ground (Safety Toe) 


8" EXPLORER 


The Hoffman Explorer is an uninsulated, lightweight mountaineering boot designed to offer unsurpassed 
support, ankle stability and comfort. The Explorer’s 8" one-piece 2.8-3.0 mm leather uppers, combined with 
a durable rubber rand, protects your feet from thick underbrush and rocky terrain. A breathable waterproof 
Sympatec membrane keeps you dry and comfortable when Mother Nature doesn’t cooperate. Heavy duty 
full-length nylon midsoles provide all day stability and support without giving up flexibility. Made in Italy. 
(This boot is made for ground use and is not constructed with Hoffman's dual climbing shanks. See 


Climbers on pgs. 16-17.) 


Explorer Features: 


• One-Piece Vamp Construction Eliminates 
Seams Which Can Cause Discomfort. 

• 8" Tall Uppers Constructed with 2.8 - 3.0 mm 
Amphibious Full-Grain Waterproof Leather. 
Simply the Best Quality Leather Available. 

• Heavy Nylon Midsoles Provide the Support 
Needed on Uneven Terrain. 

• Waterproof Sympatec Membrane Keeps the 
Moisture Out While Allowing the Boot to 
Breathe. 

• Heavy Duty Rubber Rand Adds Protection and 
Support to the Upper. 

• Vibram® 1212 Masai High-Traction Mountain 
Sole for Excellent Traction. 

• Non-Insulated or 8" Insulated. 

• Sizes: Medium Width (7-12 w/!4 Sizes, 13,14 

Wide Width (8-12 w/ VS Sizes, 13) 

#8Explorer 
#8lnsulated Explorer 


Call 1-800-925-1599 UJ 
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HOFFMAN LINEMAN FELT PAC 

I Revamped and ready to go, our Hoffman Lineman Felt Pac features the 
same quality rubber that our pro-series boots have successfully used for 
years. The redesigned Malaysian rubber bottoms feature an added layer 
i of reinforced material to the hand-laid rubber, which strengthens it. This 
results in a longer lasting rubber bottom that resists cracking and prolongs 
the wear of these boots. The Hoffman Lineman Felt Pac also features our dual 
steel shanks, a heavy duty 7-7 Vi oz. leather upper and our popular claw-lug 
sole for outstanding traction. A removable 9mm felt liner adds warmth, and 
this boot is available in 10”, 12” or 14" heights. Try a pair 
of our New Hoffman Lineman Felt Pacs and you’ll see 
why our customers tell us that their Hoffman Pacs are 
the most comfortable and supportive boots they own. 
Made in USA. 

#L13 

• Dual Steel Shanks for Climbing Support 

• 9mm Removable Felt Liner for Cold Conditions 

• High Grade, Reinforced Rubber Bottoms 

• Rebuildable For Years of Service 

• Available in 10", 12" and 14" Heights 

• Sizes 7 Through 14 (Whole Sizes Only) 


FITTING TIPS! 

Hoffman felt pacs run true to size. 

Whole size: order the same. 

Half size: order down (i.e.: 9 ! /2 would order 9) 
unless you have a wide foot. 





HIGHLINE EH STEEL TOE 
LINEMAN PAC 

Does your job require you to wear a safety toe boot? Our Highline Steel 
Toe Felt Pac meets this need. This boot has all the same features as the 
Hoffman Lineman Felt Pac, including our newly reinforced 
rubber bottoms with an added layer of material to resist 
cracking and prolong the life of the boots. The safety 
toe meets the ASTM 2413-11 standard and the boot is 
also EH rated for your safety. Our dual steel shanks, 
heavy leather uppers and 9mm felt liners complete 
this wonderful boot. Like all of our Hoffman Pacs, 
the Highline is rebuildable for years of service - 
something you’ve come to expect from Hoffman’s. 

#L14EH 

• EH-approved Construction mmjiInTLsX 

• Dual Steel Shanks for Climbing Support 

• 9mm Removable Felt Liner for Cold Conditions 
Steel Toe Reinforced Rubber Bottom 
• Available in 10", 12" and 14" Heights 

• Sizes 7 Through 14 (Whole Sizes Only) 


www.hoffmanboots.com 
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THINSULATE® LINEMAN PAC 

(steel toe available) 


Our Thinsulate® Lineman Pac is very popular with those who work in milder 
weather conditions. Lined with a removable Thinsulate®/ 
wool/cambrelle liner, this boot is an excellent choice for 
those looking for a slimmer alternative to felt pacs. 

Equipped with our dual steel shanks, the Thinsu¬ 
late® Lineman Pac provides your arches with support 
unmatched by any other lineman boot of its kind. Our 
100% handmade waterproof bottom has an added layer 
of polyester and polyamid incorporated into the pure 
natural rubber to resist cracking and extend the life of 
the boot. If you’re a lineman who works in slushy, cool 
conditions, this boot was made for you. 

#L12 (Plain Toe) 

#L12ST (Steel Toe) 

• Dual Steel Shanks for Climbing Support 

• Thinsulate Liner for Mild Conditions 

• Industrial Grade Rubber Bottoms 

• Rebuildable For Years of Service 

• Optional Steel Toe Available 

• Available in 10", 12" and 14" Heights 

• Sizes 6 Through 14 (Whole Sizes Only) 


FITTING TIPS! Hoffman Thinsulate-lined pacs tend to 
run small. Add 1 size to your current shoe 
size, (i.e.: size 9 or 9V2 would order a size 10) 

DI ELECTRIC THINSULATE PAC 





This boot is the first of it’s kind: a winter climbing boot that meets the tough dielectric standards without 
the use of an overshoe. When the state of West Virginia came to us last year with this special request 
for a dielectric pac for their line crew, the Hoffman team went to work. The results: our first lineman 
dielectric-approved boot that easily passed the ASTM FI 117 standard at 20,000 volts. Not only does this 

boot meet these stringent requirements, it still has all the features 
that sets a Hoffman lineman pac apart from others: dual shanks, 
our best industrial grade rubber bottom, heavy 7 oz. oil-tanned 
leather and a removable Thinsulate style liner. If you are 
tired of the hassle of trying to get an overshoe on, or the 
poor fit that often results from the use of an overshoe, we 
are proud to say, "problem solved." Try a pair of Hoffman’s 
dielectric-approved Thinsulate Pacs. 

#L12DIE 

• Meets ASTM FI 117 Standard 

• Approved at 20,000V 

• Safety Toe for Added Protection 

• Dual Steel Shanks 

• Removable Thinsulate, Wool, Cambrelle Liner 

• Available in 10", 12" and 14" Heights 

• Sizes 7-14 (Whole Sizes Only) 




DANNER SOCKS 


#SMW 

Midweight 

1 IttllHfli 


#SHW 

Heavyweight 





The Danner Brand socks have been a very popular choice for our 
customers. Built with excellent components, each sock is made to 
perform day after day. All are constructed with a Merino wool blend 
to add quality and function to every step. 

Mid-Weight Pronghorn: excellent work sock to improve comfort 
of any work boot. 

Heavy-Weight Pronghorn: excellent choice for cooler conditions 
were additional warmth is needed. 

Sizes MED (6-8), LRG (9-12), XL (13-15) 

DARN TOUGH SOCK 

(w/Lifetime Warranty) 

Made in U.S.A. 

“As the maker and marketer of 
Darn Tough Socks, we are unique. 

In an era of outsourcing and 
corporate take overs, we are still 
true to our roots. Family owned and run, in Vermont, 

since 1978. In a word, local. Our experience is our reputation and we back it up with our 
lifetime guarantee. If our All-Weather Performance Socks aren’t the most comfortable 
and durable socks you’ve ever owned, return them for your money back. This over-the- 
calf sock has an excellent fit. High density cushioning surrounds entire foot and lower 
leg. Custom shrink-treated Merino wool and ribbing above the ankle ensures a proper 
fit. Reinforced heel and toe with elastic support around the arch.” 

Ring-toe construction for a comfortable, invisible seam. Generous sizing: 
calf stretches 1" more than our traditional sock fit, allowing for a wider 
range of fit. Contents: 70% Merino Wool, 26% Nylon, 4% Lycra® Spandex 


BELTS 


#Tough Sizes: Med(6-8 Vi) Lrg.(9-ll Vi) XL (12 +) 


#Steely 


THE DARN TOUGH STEELY SOCK 

The Darn Tough Steely sock has added high density cushioning on the foot base and shin 
that makes for a supportive feel that people on their feet all day love. A full cushioned toe 
box supplies added comfort. Fine gauge Merino wool keeps them cool in the summer and 
warm in the winter. True Seamless construction makes them irresistibly comfortable. Still 
made in USA. Guaranteed for life. 56% Merino Wool,41% Nylon 3% Lycra® Spandex 


#Belt 


(Black) 


111 


#Belt 


123 


You won’t find a nicer belt than these. These heavy duty belts from R. G. Bullco feature an oil tanned 
leather finish and are available in black or dark brown. Available in standard lengths of 30 to 44. 

Made In The USA with 100% Full Grain Backstrap Leather. 


www.hoffmanboots.com 
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1 ANTI¬ 
FATIGUE 
INSERTS 

Add comfort to every step 
with these Anti-Fatigue 
insole technology by 
Mega Comfort. Excel¬ 
lent choice to add all day 
comfort or snug up a boot 
fit.#AFMAT MED: 8-9 
LRG: 10-11 
XL: 12-13 


FELT LINERS 

The warmest felt liners available. 
Our top quality 9 mm Polypropyl¬ 
ene® felt liner wicks away perspira¬ 
tion to keep your feet warm and dry. 
We recommend an extra set of re¬ 
movable liners for all Hoffman Pacs 
that will be worn on consecutive 
days. 10", 12", 14". 

Sizes 6-15. #FLINE 

Note: these liners will only fit 
in boots designed to take a felt liner. 




SHOO GOO 

Quickly and easily repair 
your boots and shoes with 
this clear-drying, watertight 
adhesive and sealant. It 
remains flexible in any tem¬ 
perature and has a special 
applicator that makes small 
and large jobs a cinch. For 
use on rubber, fabric, canvas, 
leather, vinyl, plastic, neo¬ 
prene and more. Available 
in clear or black. #SHOOGOO 


PEET 

SHOE 

DRYER 

Start each day with warm, 
dry feet. The Peet Shoe 
Dryer is designed for 
easy use and a lifetime of 
service to dry shoes, boots 
or waders safely overnight. 
Highly recommended by 
Hoffman’s for use on all 
footwear products. #PEET 
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THINSULATE® 200 AND 
400 GRAM LINERS 


Extra liners are recommended and will help extend the life of your boots. The 
Thinsulate®, Cambrelle® Liner is combined with wool for added warmth and 
wear. An extra set of liners ensures you will always have a dry pair. Available 
in 200 gram Thinsulate® in sizes 6-15.10", 12" and 14" heights, and in 

► 400 gram Thinsulate® in 12" and 14" heights. Note: these liners will 
only fit in boots designed to take a Thinsulate liner. 

#TLINE200 

#TLINE400 



LEATHER LACES 

Full grain quality leather laces. #LLACE 

Boot height: 10" (72" lace), 12" (96" lace), 14" (108" lace), 

16" (120" lace) 



NYLON LACES 

Extra heavy, long wearing nylon laces. Same quality laces found in all our 
boots. #NLACE 

Boot height: 10" (72" lace), 12" (90" lace), 14" (108" lace), 16" (120" lace) 










HOFFMAN'S 
BOOT LACES 

Hoffman's industrial strength boot 
laces reduce eyelet wear, stay tied and 
last longer. These rugged laces are 
specially woven to include more strands 
in a tighter weave. They are cured in 
natural oils, resin and beeswax to resist 
fraying, dry rot, heat, chemicals and 
mildew. Lace Lengths: 72", 96", 108" 
and 120". #HLACE 

OUR DRESSING IS 
ESPECIALLY FORMULATED 
TO PROTECT YOUR INVESTMENT: 

• Repels snow and water longer and better 

• Resists salt, chemicals, and corrosives 

• Restores with natural 
oils to resist 
cracking and dry rot 

• Allows leather to 
breathe 

• Safe for use with 
waterproof footwear 


Ui 


HOFFMAN’S 
PREMIUM BOOT 
DRESSING 

Hoffman’s Premium Boot Dressing is 
highly recommended on all Hoffman 
boots to protect and preserve leather 
for years of service. Our dressing 
contains natural oils, beeswax and 
propolis 
that won’t 
harm the 
leather or 
clog the 
pores. 
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16 oz 
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HOFFMAN'S CAPS 


Quality made Hoffman caps with adjust¬ 
able back allows for a great fit. Available 
in trucker style (A - D) or flat brim (E-F). 

A: Dark brown solid trucker 
B: Blue/Red trucker 
C: Black trucker 
D: Camo trucker 
E: Black flat brim 
F: Hunter Green flat brim E 


www.hoffmanboots.com 
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VISIT US ONLINE AT WWW.HOFFMANBOOTS.COM 



HOFFMAN BOOTS, INC. 

100 East Riverside 
Kellogg, ID 83837 

1 - 800 - 925-1599 (orders) 

(208) 786-4851 Repair 
FAX: (208) 786-4301 
httpyAvww.hoffmanboots.com 
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